Autumn 1973 
(Issue 32 - 07/10/1973) 


Arya Bod 


General Cargo - 15,924 d.w.t. 
(ex Warwickshire) 


Captain Moore A.R 
Chief Eng Officer Pearson W.E 





Chief Officer Milton W.R.F 2nd Eng Officer Stringfellow P 
2nd Officer Robins G 3rd Eng Officer Patterson F.H 
3rd Officer Kachno A 4th Eng Officer Oen N.M 
Deck Cadet Madell K.R Jnr Eng Officer Walduck P 
Deck Cadet McDowell P.R Jnr Eng Officer Wild R.H 
Deck Cadet Shackleton S Electrical Officer Brown F.A 

Radio Officer Cottier J.C 2nd Elect Officer Brooke A.J 


Purser Maskell T 
Carpenter O'Neill J.E.J 





Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Swift K.G.P 
Chief Eng Officer Griffith H.V 





Chief Officer Brown D.M 2nd Eng Officer Kirchin F.R 
2nd Officer Webster R.A 3rd Eng Officer Penny D.N 
3rd Officer Moore A.M 4th Eng Officer Hickey J.L 

Radio Officer Palethorpe J.G 5th Eng Officer Cave D.A 

Purser Walsh J.J Jnr Eng Officer Jenkins A 


Jnr Eng Officer Burton G.A 
Electrical Officer McDonald F.G 
Carpenter Peacock W 





Australian Bridge 
Oil/Bulk/Ore Carrier - 142,725 d.w.t. 


Captain Davies W.A.D 
Chief Eng Officer McLeod-Brown R 





Chief Officer 
2nd Officer 

Ext Chief Officer 
Ext 2nd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Reeves M.M Ext Chief Eng Officer 
Gibson S.H 2nd Eng Officer 
Morris D.J.M 3rd Eng Officer 
Keenan D.A Ext 3rd Eng Officer 
Davy G.S Ext 3rd Eng Officer 
Jeffery R.C 4th Eng Officer 
Stenton S.W.A 5th Eng Officer 


Barraclough J Engineer Cadet 
Engineer Cadet 


Carpenter Blease T.V 


Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Green H 
Godfrey A.P 
Bell W.C 
Burden J 
Jones A.D 
Webster W.A.S 
Surtees J.G 
Austin A.C 

Hird A 


Captain Gowsell K 
Chief Eng Officer Brown L.G 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 


McKenna F.D 2nd Eng Officer 
Nyunt M.T 3rd Eng Officer 
McMahon M.T.P 4th Eng Officer 
Harris S.N 5th Eng Officer 
McDowell D.C Engineer Cadet 
Glover G.F Electrical Officer 
Parfitt R.J 


Whitefoot-Greenland T. 


Byrne P 
Jesson W 
Slater M 
Edmunds A.N 
Sillars R.M 
Holt G 


Cheshire IV 


Geared bulk Carrier - 31,475 d.w.t. 


Captain Nisbet M.R 
Chief Eng Officer Twamley D.G 








Chief Officer Appleton J.K 2nd Eng Officer Curtis L.F 
2nd Officer Wrigley S.E.H 3rd Eng Officer Summerfield J 
3rd Officer Eglington C.W 4th Eng Officer Norman K 
Deck Cadet Sutton M.K Jnr Eng Officer Thompson R.J 
Deck Cadet Christopherson P Engineer Cadet Whittle A.J 

Radio Officer Waller R.A Engineer Cadet Stanton T.H 

2nd Radio Officer Owen B Electrical Officer Biggam M.J.E 
Purser Rose J 
Coventry City 
General Cargo - 10,720 d.w.t. 
Captain Miller K.D 
Chief Eng Officer Willoughby R.S 

Chief Officer Preshaw A.G 2nd Eng Officer Hearn J.H 
2nd Officer Magner J.R.P.V 3rd Eng Officer Craig C.G 
3rd Officer Hooper A.M Ext 3rd Eng Officer Cowan W.C 
Deck Cadet Thomas S.J 4th Eng Officer Seymour G.F 
Deck Cadet Best J.W.R 5th Eng Officer Morrow W.H 

Radio Officer Freeman P Jnr Eng Officer Musham N.L 
Purser Hamer E Electrical Officer Lane T 


Carpenter Tweedie J 





Dart America 
Container - 28,488 d.w.t. 


Captain Ashton A.F 
Chief Eng Officer Williams K.J 





Chief Officer Brown P.A 2nd Eng Officer Mullaly A.E 
2nd Officer Herring J.W 3rd Eng Officer Edgington J.S 
Ext Chief Officer Robins M.R 4th Eng Officer Noel R.E.A 
Radio Officer Cross P.A Ext 4th Eng Officer Lawrenson W 
Purser Callon J Electrical Officer Richie R.S 
Dart Atlantic 


Container - 28,488 d.w.t. 


Captain Winter M.J 
Chief Eng Officer Crowe W 





Chief Officer Philip B.P 2nd Eng Officer Walters M.S 
2nd Officer Starr R.G 3rd Eng Officer Walker J 
Ext 2nd Officer Thomas D.H 4th Eng Officer Bell E.A 
Radio Officer Troupe G Ext 4th Eng Officer Sadler A.J 


Purser Smith J.P Electrical Officer McRae A 


Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Hudson A 
Chief Eng Officer Fawcus F 





Chief Officer Maddison R 2nd Eng Officer Jenkins F 
2nd Officer Greenhalgh A 3rd Eng Officer Powell R 
Uncert Officer Jones P.D 4th Eng Officer Hartley M 
Deck Cadet Leighton T Jnr Eng Officer Willoughby B 
Deck Cadet Clark C.N Cadet Act Jnr Eng Officer Tetlow D.R 
Radio Officer O'Connor P.J Electrical Officer Buckley P 


Purser Thomas G.B 
Carpenter Naughton A.E 


English Bridge 
Oil/Bulk/Ore Carrier - 166,410 d.w.t. 


Captain Underhill G.V 
Chief Eng Officer Hansen F.G 





Chief Officer Earle G.J 2nd Eng Officer Lamont J.D 
1st Officer Morris T.N 3rd Eng Officer Ratcliffe A.T 
2nd Officer McClure S.A Ext 3rd Eng Officer Douglass P.F 
Deck Cadet Ringrose |.G 4th Eng Officer Cotton A 
Deck Cadet Bell S 5th Eng Officer Nicholson S.A 
Radio Officer Burrows C.J.S Ext 5th Eng Officer Pawson B.S 
2nd Radio Officer Rigg M.A Jnr Eng Officer O'Brien T.H 
Purser Mackenzie A Electrical Officer Chedotal F.J 


Carpenter Quinn T 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Horn M.J 


Chief Eng Officer Paul J.J 





Chief Officer Wyatt R.H.W 2nd Eng Officer Green F.R 
2nd Officer Set A 3rd Eng Officer Webster A.D.C 
3rd Officer Moore T.R 4th Eng Officer Unsworth E 
Deck Cadet Dicken K.N Engineer Cadet McEwan | 
Deck Cadet Peace C.G Engineer Cadet McDonald B.J 

Radio Officer Gibson R.A.D Engineer Cadet Capper J.E 

Purser Maldonado A Cadet Act Jnr Eng Officer Robinson S.A 


Carpenter Hughes (ch) P 


Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Lightfoot A.F 
Chief Eng Officer Jones R.M 


2nd Eng Officer Stevenson G.B 





Chief Officer Bowers K.P.G 


2nd Officer McLeod D.T 3rd Eng Officer Hutton R.A 
Deck Cadet Hodgson R 3rd Eng Officer Slater J.A 
Deck Cadet Aindow J.A 4th Eng Officer Escott C.M 
Radio Officer Walsh J.D Cadet Act 5th Eng Officer Pritchard S.L 
Purser Balmer T.H Engineer Cadet Hughes J.H 


Engineer Cadet 


Electrical Officer 
Carpenter Blaze R 


Sowerbutts M.T 
Grange | 


Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain McLeod R.F 
Chief Eng Officer Findlay A 





Chief Officer McWilliam J.M Ext Chief Eng Officer MacDonald D.J 
2nd Officer Addinall J 2nd Eng Officer Blaxland M 
Ext Chief Officer Pilcher R 3rd Eng Officer Harris J 
Deck Cadet Blaasse J 4th Eng Officer Kinnear D.W 
Radio Officer MacLeod D.A Ext 4th Eng Officer Meehan J.F 
Purser Standish R.F Jnr Eng Officer Eaton J.W 


Electrical Officer Lewis D.S 


Ocean Bridge 
Oil/Bulk/Ore Carrier - 113,536 d.w.t. 


Captain Jewell J.W 
Chief Eng Officer Robinson J 





Chief Officer Williams J.B 2nd Eng Officer Hartharn P.J 
2nd Officer Poynder A.J.L 3rd Eng Officer McKellar W.W 
Ext 2nd Officer Williams J.H Ext 3rd Eng Officer Disley P.M 
Deck Cadet Capper P.H 5th Eng Officer Christie J 
Deck Cadet Ashcroft M.E Ext 5th Eng Officer Keenan K.M 
Radio Officer Ferry W.J Jnr Eng Officer Slocombe R.T 
Purser Reed A Jnr Eng Officer O'Donnell T.P 


Electrical Officer Dunn R.B 
Carpenter Finlayson J 


Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Captain Saunders P 
Chief Eng Officer Collins R.H 





Chief Officer Egan J.F 2nd Eng Officer Lindsay W.P 
2nd Officer Morgan A.J.L 3rd Eng Officer Currie I.S 
3rd Officer Browning A.A 4th Eng Officer Hardy J 
Deck Cadet Thelwell A.G 5th Eng Officer Gardener N.P 
Deck Cadet Marsh C.H Electrical Officer Rogers D 


Radio Officer Banks R.H 
Purser Oates J.W 


Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain King M.G 
Chief Eng Officer Worthington T.C 





Chief Officer Garner J.E 2nd Eng Officer Penman J 
2nd Officer Bytheway P.S 3rd Eng Officer Kyle A.M 
3rd Officer Williams P.G 4th Eng Officer Lamb S.G 

Radio Officer Connolly D 5th Eng Officer Higgins J 

Purser Traynor J.A Engineer Cadet Taylor J.D 


Engineer Cadet Eastwood S 
Cadet Act Jnr Eng Officer Bishop C.F 
Electrical Officer Williams E.J 
Carpenter Miller A.J 


Toronto City 
General Cargo - 10,720 d.w.t. 


Captain Williams D.F 
Chief Eng Officer Shackleton J.H 





Chief Officer Palmer R.Q 2nd Eng Officer MacDonald J.A.M 
2nd Officer Schneiter W.A 3rd Eng Officer Lambert P.W 
Uncert Officer Buckley P Ext 3rd Eng Officer Steinson T.J 
Deck Cadet Marsden D 4th Eng Officer Williams R 
Radio Officer Pardoe T.R Jnr Eng Officer Smith D.S 
Purser Page D.F Engineer Cadet Steel P 


Electrical Officer Shaw P.H 
Carpenter Grahamshaw J.J 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Fletcher P.W 
Chief Eng Officer Smith M.D 





Chief Officer Owen H.R 2nd Eng Officer Leech C 
1st Officer Edwards R.A.F 3rd Eng Officer Robinson A.J 
2nd Officer Kunze A.R 4th Eng Officer Hanks W.R 
Deck Cadet Baird |.H Ext 4th Eng Officer Carrahar S 
Radio Officer Matheson D.M Jnr Eng Officer Smith J.M 


Purser Casey C Electrical Officer Sutherland K 


Worcestershire II 
Passenger Cargo - 11,402 d.w.t. 


Captain Woodfield J.R 
Chief Eng Officer Vick B 





Chief Officer Taylor R.| 2nd Eng Officer Awbery G 
2nd Officer Wood D.J 3rd Eng Officer Kearney A.P 
3rd Officer Morris R.A 4th Eng Officer Good N.P.D 
Deck Cadet Cattell H.J Cadet Act 5th Eng Officer Barton F 
Deck Cadet Sheldon R.J Jnr Eng Officer Rutherford K 
Deck Cadet Winder L.G.C Engineer Cadet Quayle G 

Radio Officer Ormrod W.R Engineer Cadet Mahoney K 

2nd Radio Officer Sanders N.C Electrical Officer Thomas P.R 


Purser Jackson K.F 
Carpenter Nicholas D.F 


